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Dear Dan: 


We are enclosing the latest revision to Equipment List F, 
and the SLOE for Systems 1 and 3. This revision includes 
certain additions to the Hist which have been coordinated with 

25X1A and approved bys listed in Exhibit A. The ad- 
ditional cost for these changes is $2,834.82, the fixed fee at 
8. 25% is $233.87, and the total estimated price, including 
fee is $3,968. 69 as listed in the accompanying cost estimate, 
_ Exhibit B. 


Based on Bob's approval, we are preceeding with the 
procurement and fabrication of these additional items. 


Sincerely, 


Enclosures: igi A pepe 
Equipment List F 9 6°" | 
Exhibit A (Additions ° 
to Equipment List F 

Exhibit B (Cost Estimate) 
Copies 1-3 of 5 copies of 
CMCC Doc. No. 1132X5. 138 


With enclosures, Copy 4 of the ae ten 
above classified document nite sca wW aLass, De 
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